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SPECIAL ORDINANCE NO. S- 

AN ORDINANCE approving a contract with EARTH 
CONSTRUCTION & ENGINEERING, INC. for the 
installation of Water Main on U.S. 24 and on 
Ardmore Avenue . 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


SECTION 1. A certain contract approved May 1, 1970, 


between the City of Fort Wayne, by and through its Mayor and the 

j 

Board of Public Works, and EARTH CONSTRUCTION & ENGINEERING, INC. 
for: 


Labor and equipment to install 12" connection 
between the water mains on U. S. 24 (Upper 
Huntington Road) , and on Ardmore Avenue , 


for a total cost of $4,700.00, all as more particularly set 
forth on CITY UTILITIES PURCHASE ORDER NO. 1745, which is by 
reference incorporated herein and made a part hereof, is hereby 


in all things ratified, confirmed and approved. 


SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 






APPROVED AS TO FORM 
AND LEGALITY. 


Read the first time in full and on motion by }\f seconded by 

and duly adopted, read the second time by title and referred 
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Read the third time in full and on motion by 
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Passed (l&ST) by the following vote: 


and duly adopted, placed on its passage. 
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Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 7- 

196 ? 6 at the hour of 1*'*, J d o'clock .M. , E,.SA T . 









Approved and signed by me this 3 a aay of 

at the hour of D S o'clock ^ .M.,EJ5).T. 


City Clerk 
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Bill No, S-70-05-06 


REPORT OF THE COMMITTEE ON PUBLIC WORKS 

We s your Committee on Public Works to whom was referred an Ordinance 

approving a contract with EARTH CONSTRUCTION & ENGINEERING, INC, for the installation 

of Water Main on U. S. #2L and on Ardmore Avenue. 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 




CELIA MM FAY, Vice-ChairxaaEL- 


THOMAS G. ADAMS 
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PASS. 



CONCURRED IN 
pAf f F UAD G. DONAHOCM, CITY CLERK 


